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BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


EXTRA PATROL AT 6801 HOLLYWOOD BLVD. (THE H & H 
PARKING STRUCTURE ). WE CHECKED LEVELS SIX- ONE. 
WE OBSERVED NO LAMC VIOLATIONS. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK. 


BUSINESS CHECK AT 1500 WILCOX ( PUBLIC PARKING ). 
WE SPOKE TO EMPLOYEE CARLOS. ALL CHECKED OK. 


CONTACT/WARNED 4 SUBJECTS FOR SITTING ON THE 
PUBLIC WALKWAY IN FRONT OF 6504 HOLLYWOOD BLVD. 
THEY LEFT THE LOCATION WITHOUT INCIDENT. 


BUSINESS CHECK AT 1240 VINE STREET ( OFFICE 
DEPOT ). WE SPOKE TO EMPLOYEE CHUCK. ALL CHECKED 
OK. 


BUSINESS CHECK AT 1354 VINE STREET ( HOLLYWOOD 
PAWN SHOP ). WE SPOKE TO EMPLOYEE DANNY. HE 
THANKED US FOR CHECKING ON THE BUSSINESS. 


RADIO CALL AT 6384 HOLLYWOOD BLVD. ( THE TACO 
HOUSE ) REGARDING A 415 SUBJECT DISTURBING THE 
BUSINESS. WE SPOKE TO THE R/P. THE SUBJECT WAS 
GOA. 


ASSIST F-B-3 REGARDING A 415 SUBJECT IN FRONT OF 
1800 CAHUENGA ( INDIAN CAFE ). REFER TO F-B-3’S LOG. 


RADIO CALL AT 6702 HOLLYWOOD BLVD. REGARDING 
THREE 415 SUBJECTS DISTURBING THE BUSINESS. WE 
SPOKE TO THE R/P. WE ALSO CONTACT AND WARNED 
THREE SUBJECTS FOR SITTING ON THE PUBLIC 
WALKWAY AND BLOCKING PEDESTRIAN TRAFFIC. THEY 
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COMPLIED WITHOUT INCIDENT. 


CODE-7 SIZZLER. 


RADIO CALL AT 1529 CAHUENGA REGARDING TWO 
SUBJECTS TRESPASSING IN FRONT OF THE LOCATION. 
WE SPOKE TO THE R/P ERIN. WE ALSO MADE CONTACT 
WITH TWO SUBJECTS. THEY WERE ADVISED. THEY LEFT 
THE LOCATION WITHOUT INCIDENT. 


BUSINESS CONTACT AT 1123 VINE STREET ( THE 
PEOPLES SALON ). WE SPOKE TO THE OWNER JULIE. ALL 
CHECKED OK AT THIS TIME. 


OFFICE; UPDATED LOG INPUT. 


BUSINESS CONTACT AT 1634 ARGYLE ( SUNSHINE 
PARKING). WE SPOKE TO EMPLOYEE VANIC. ALL 
CHECKED OK AT THIS TIME. 


EXTRA PATROL AT 1782 HIGHLAND ( VALERO GAS 
STATION ) ALL CHECKED OK. 


EXTRA PATROL AT 6801 HOLLYWOOD BLVD. ( THE H&H 
PARKING STRUCTURE ). WE CHECKED SEVERAL LEVELS 
FOR LAMC VIOLATIONS. NONE NOTED. 


END OF WATCH; ALL EQUIPMENT RETURNED INGOOD 
WORKING ORDER. 
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